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Message Text 


UNCLASSIFIED 

PAGE 01 WARSAW 00607 301317Z 
54 

ACTION EUR-25 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /033 W 

001634 

R 301247Z JAN 74 
FM AMEMBASSY WARSAW 
TO USDOC WASHDC 
SECSTATE WASHDC 7523 
INFO AMEMBASSY BELGRADE 
AMEMBASSY VIENNA 
AMCONSUL ZAGREB 
AMCONSUL POZNAN 

UNCLAS WARSAW 0607 

E.O. 11652: N/A 
TAGS: BEXP, PL, YU, AU 

SUBJECT: BIOMEDICAL EQUIPMENT TRADE MISSION 
REF: STATE 017697 

COMMERCE FOR OIM/TRADE MISSIONS AND FOR BEWT/TPD 

1. PRODUCT LINES APPEAR GOOD FOR POLISH MARKET. EMBASSY 
OFFICER LEARNED IN RECENT TALKS WITH MINISTRY OF HEALTH 
OFFICIALS THAT COMMERCIAL AND SCIENTIFIC INTEREST IS HIGH 
IN AREA OF CARDIOLOGY AND CARDIAC SURGERY. MINISTRY 
OFFICIAL EXPRESSED SPECIFIC DESIRE TO CONTACT MEDTRONICS 
WITH REGARD TO POSSIBLE LONG-TERM COOPERATION (LICENSING) 
OF CARDIAC PACEMAKERS. INTEREST IN BLOOD ANALYSIS 
EQUIPMENT AND IN INTENSIVE CARE BEDSIDE MONITORING 
SYSTEMS IS ALSO STRONG. 

2. OTHER PRODUCTS OF INTEREST INCLUDE: ELECTRONIC 
DIAGNOSTIC EQUIPMENT FOR LABORATORY USE; EQUIPMENT FOR 
MEASUREMENT OF TEMPERATURE BY ELECTRONIC MEANS; AND 
EQUIPMENT, INCLUDING LINEAR ACCELERATORS, FOR X-RAY 
CANCER THERAPY. 

3. COMPUTER SYSTEMS FOR MEDICAL INFORMATION ARE NOW 
UNCLASSIFIED 

UNCLASSIFIED 
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PURCHASED LARGELY FORM HEWLETT-PACKARD. 
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4. MISSION DATES FOR POLAND ACCEPTABLE. 
DAVIES 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974WARSAW00607 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: WARSAW 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 4/aaaaadid.tel 

Line Count: 64 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 017697 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 OCT 2002 by kelleyw0>; APPROVED <22-Nov-2002 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BIOMEDICAL EQUIPMENT TRADE MISSION 
TAGS: BEXP, PL, YO, AU 
To: COM STATE 
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